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cutting plan FDR H.TWOOD PARTS SHOWING 

ACTUAL DIMENSIONS ALLOW FDR SAW KERFS ON 

SWN EDGES. (ONE HIVE BOOT FROM 4' X PLTWOOO, FULL SUPER.) 


alternate DIMENSIONS FDR AM 
B-FRAME UNIT ARE IN BRACKETS. 



materials list 

10'-I0"-2'XG" PINE OR nR 
4'X^XV A-A EXTERIOR PLYWOOD 
iVxVXSS" PINE OR FIR 
I"XVex 20" PINE OR FIR 
VxVcxeO'' PINE OR FIR 
iVxVi'XIS" PINE OR FIR 
VxVxao" PINE OR FIR 
ILB. 6ll BOX NAILS 
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Disclaimer 


This site makes available conceptual plans that can be helpful in developing building 
layouts and selecting equipment for various agricultural applications. These plans do not 
necessarily represent the most current technology or construction codes. They are not 
construction plans and do not replace the need for competent design assistance in 
developing safe, legal and well-functioning agricultural building system. The LSU 
Agriculture Center, the Mid-West Plan Service, the United States Department of 
Agriculture and none of the cooperating land-grant universities warranty these plans. 



